FNDWALL  FRAMING  AT  LINE  ”21” 

RIGHT  ENDWALL 


SEE  ROOF  FRAMING  PLAN  (SHT.E-l) 
FOR  MEMBER  SIZES 


NOIL.  7nE  UNDERSIGNED  IS 
NOT  THE  ENGINEER  OF  RECORD 
FOR  THE  OVERALL  PROJECT. 
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ENDWALL  SHEETING  AT  LINE  ”21” 


RIGHT  ENDWALL 


DRAWING  STATUS 


□ 


□ 


FOR  APPROVAI  • 

THESE  DRAWINGS,  BEING  FOR  APPROVAL,  ARE  BY  DEFINITION  NOT 
FINAL,  AND  ARE  FOR  CONCEPTUAL  REPRESENTATION  ONLY.  THEIR 
PURPOSE  IS  TO  CONFIRM  PROPER  INTERPRETATION  OF  THE  PROJECT 
DOCUMENTS.  ONLY  DRAWINGS  ISSUED  "FOR  CONSTRUCTION"  CAN  BE 
CONSIDERED  AS  COMPLETE. 

FOR  PFRMIT- 

THESE  DRAWINGS,  BEING  FOR  PERMIT,  ARE  BY  DEFINITION  NOT  FINAL 
IN  THAT,  AS  A  MINIMUM,  PIECE  MARKINGS  ARE  NOT  IDENTIFIED.  ONLY 
DRAWINGS  ISSUED  "  FOR  CONSTRUCTION  ”  CAN  BE  CONSIDERED  AS 
COMPLETE. 


FINAL  DRAWINGS. 


REVISIONS 

NO. 

DATE 

DESCRIPTION 

BY 

CK'D 

A 

01.30.05 

FOR  APPROVAL 

TVD 

RB 

0 

06/02/05 

FOR  CONSTRUCTION 

GM 

TVD 

metallic  building  company 

7301  FAIRV1EW  •  HOUSTON,  TEXAS  •  P.0.  BOX  40338 
ZIP  77041  (713)  466-7788  ZIP  77240 


DESCRIPTION 

SIZE 

CUSTOMER 
LOCATION 
DRN.  BY 


ENDWALL  FRAMING  AND  SHEETING 

SEE  BUILDING  DESCRIPTION  SHEET  Cl 

TRINITY  CONTRACTING,  INC 


LATROBE.  PA. 


CK'D  BY 

DATE 

SCALE 

JOB  NO. 

NONE 

2705-221276 

PREMIUM  MOLDING 


PH 


BLDG.  DESC. 

(ALPHA) 


CAD  BY 


TVD 


SHEET  NO. 

E5  of 


ISSUE 

0 


